LA  CONQUISTADORA  CHAPEL 

This  beautiful,  simple  chapel  Is  in  The  Saint  Francis 
Cathedral  in  Santa  Fe,  New  Mexico  ...  La  Con- 
quistadora  is  America's  oldest  Madonna  brought  to 
Santa  Fe  in  1610  by  the  Spanish  Conquistadores 
and  enthroned  in  1692  in  the  Parroqula  De  San 
Francisco  as  La  Conquistadora,  Our  Lady  of  the 
Conquest,  by  General  Don  Diego  de  Vargas  after 
the  reconquest  of  Santa  Fe. 
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